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OEBI NIXON Customer ID: 21362 
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Site: 001 

DEBI NIXON 

Inspection 

Type: ROUTINE INSPECTION 
Date: APR-28-2004 


(b)(6), (b)(7)(c) 


land Roy E Ramsey ACI conducted this routine inspection . 


No Non-compliant on this routine inspection on this date 4-28-2004 . 
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